ETag: "eb1bd98967b75b6b72292638ac262dfb"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 1488
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 33:1319 Pollutants & Permit Violations
x-archive-meta-case-name: USA v. Marathon Pipe Line Company, LLC
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: ilsd
x-archive-meta-docket-num: 3:11-cv-01123-DRH-SCW
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Environmental Matters
x-archive-meta-pacer-case-num: 55555
x-archive-queue-derive: 0
x-upload-date: 2012-02-23T09:55:29.000Z
